THE NON-BREAKABLE 



SOLID 

14 KT. 

GOLD FEN 


Iridium 
Point 



Highest pen ever manufactured 


This Assortment is No. SI 746 


Sale Price 

$12.00 


Stockholders Price 

$8.00 


IS. In lots of Six Assortments,... .. 7.56 

In lots of Twelve Assortments . ... 7.20 

Holders are black, chased, with red tops, made of Pyralin and will be replaced 
without charge, if broken. The Gold Pens are 14k solid gold, tipped with iridium and 
are guaranteed against defects in material and workmanship. 



Sale Price Stockholders Price 

This Assortment is No. SI 745 $18.00 $10.80 

Holders are Maroon and Royal Blue in color, with 14k gold filled clips, levers 
and bands, made of Pyralin and will be replaced, without charge, if broken. The Gold 
Pens are 14k solid gold tipped with iridium and a very good quality for a pen sell- 
ing at this price. They are guaranteed against defects in material and workmanship. 


W THE N ON- R REAKABLE 



This Assortment is No. SI 747 


Sale Price Stockholders Price 

$21.00 $12.60 

Holders are Jade Green with 14k gold filled clips, levers and bands; are made of 
Pyralin and will be replaced, without charge, if broken. The Gold Pens are 14k solid 
gold, tipped with iridium and is a very good quality for a pen selling at this price. 
They are guaranteed against defects in material and workmanship. 
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